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SOURCE EVALUATIONS ARF DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 


1 # The new transformer station, Pa.sevalk/Cbt, will be erected just to the south of 
the Ihsevailc-Grasibow railway line, and the high tension pylons leading te and 
from the new station will follow a line approximately 25 m* trm and parallel 
to the railway. 

2 # The following h igh tension overhead lines will be ©onnested with the Base walk/ 

Qst transformer stations 

(a) 110 kv overhead line Ihsevalk-Bggesin which will be connected to the B&se- 
w&lk/Gbt station and the existing transformer station Basewalk/tfest, and 
win be connected also to the new 110 kv overhead line to the Sggesin 
tr ans former station. The present overhead line frm the transformer station 
Ba s ewalkyAfest ends in a temporary transformer station on the site of the 
projected new Iksewalk/Ost station* 

(b) A 110 kv overhead line will run frm the new transformer station Basewalk/ 
Qst-Gr&nzin 0 

(e) A 110 kv overhead line frcm Basewalk/Qat to Greifswald is also planned* 

(d) A 110 kv overhead line to Bggesin is under construction* 

3* Work on the new Besev&lk/Cfet transformer station has progressed beyond the sur- 
vey* The planned completion date is the end of I960* An alignment of a rail 
spur from the Iksew&lk-Grambov line to the planned new transformer station has 
been planned, but details are not yet available 0 

lyion number 27, which is the end pylon of the connection between Basewalk/fcaat- 
Basevalk/Qst, has already been erected* This completed construction of the Base- 
walkyAlest-Phsewalk/ Cht overhead connection* 

jyion number 1 of the main connection Basewalk/Oit»Bggesin is already in position. 
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4 . in soon m tho wnln overhead oenneetlon IheevaUc/flht-Sggeela had been completed, 
which la planned far 20 Deeeaiber 1957, it will be put Into operation* 
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